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Search By : Product Name/Keyword = Centricity Cardiology INW Server, Product Version = 6.9 



17 Items found, displaying all items. 


Product Name/Version . r~Rr 
Identifier 


Patch Assessment 
Status 


Patch Assessment 
Date 


Patch Assessment 
Details 


Centricity Cardiology INW Server/6.9 MS1Q-046 


Patch Approved 


16-August-2010 




Centricity Cardiology INW Server/6.9 MS1 0-054 


Patch Approved 


16-August-2Q10 




Centricity Cardiology INW Server/6.9 M31 0-061 


Patch Approved 


27-Septemt)er-2010 




Centricity Cardiology INW Server/6.9 MS 13-049 


Evaluation In Progress 


01-July-2013 




Centricity Cardiology INW US 13-043 
Server/6.9.5 


Evaluation In Progress 


01-July-2013 




Centricity Cardiology INW MS1 3-001 
Server/6.9.5 


Evaluation In Progress 


01 July 2013 




Centricity Cardiology INW Server/6. 9 MS1 3-001 


Evaluation In Progress 


Q4-February-2013 




Centricity Cardiology INW Server/6.9 MS13-01 8 


Evaluation In Progress 


30-April-2013 




Centricity Cardiology INW MS13-01 8 
Server/6.9.5 


Evaluation In Progress 


01-July-2013 




Centricity Cardiology INW Sewer/6. 9 MS12-054 


Patch Approved 


31-August-2012 




Centricity Cardiology INW Server/6.9 MS12-036 


Patch Approved 


28-June-2012 




Centricity Cardiology INW Server/6. 9 MS1 2-017 


Patch Approved 


22-March-2012 




Centricity Cardiology INW Server/6.9 US 12-020 


Patch Approved 


22-March-2012 




Centricity Cardiology INW Server/6.9 MS12-004 


Patch Approved 


Q3-February-2012 




Centricity Cardiology INW Server/6.9 MS11-058 


Patch Approved 


08-September-2011 
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Centricity Cardiology INW Server/6.9 MS1 1-020 


Patch Approved 


22-April-2011 




Centricity Cardiology INW Server/6.9 MS11-01 9 


Patch Approved 


22-April-2011 
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